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Problem 

The date does not change frcm the initial date. 


S oivttp n 

The problem is corrected by following the steps listed below. 

1. Backup the diskBtte(s) and make the changes on the Backup copy of the 
program. 

2. In BASIC load the program by typing LOAD "DLYJOUR". 

3. Make the following corrections: 

CEiANGES (Retype the line or refer to the Edit section of the owners manual) 

Old Line; 1160 LreiNrUSING"TOTAL RECEIPTS: ######.##";Tr#(2)+TT#(3):LPRINr 
USING"T0TAL CHARGES: ######.##",‘TT#(1):PORE=lTO3:TT#(E)=0E!0;NEXrE: 
U>RINrCHR$ (12); :P0KE16425,1: IFPQANDMH<=IHrHEND8$=EH$:CN$="" :GOSUB1055 
:(3OTOl08CELSEIFNQ>0ANDEQTflENl200ELSE560 

New Line; 1160 LPRINroSING"'rorAL RECEIPTS: ######.##";Tr#(2)-HrT#(3);LPRINr 
USING"TCTAL CHARGES: ######.##";TT#(1):PORE=lTO3:TT#(E)=0D0:NEXrE: 
LPRINrCHR$(12); :POKE16425,l;IFPQANDMi<=IHrHEND8$=DH$: GOSUB340 ; 

CN$=" " :QOSOB1055: QOTO1080E1£EIFNQ>0ANE»OTHEN1200ELSE560 


4. Type SAVE"DLYJCOR" to save the changes in the program. 

5. At TRSDOS Ready, nake a backup cx^y of the corrected diskette. 






















